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            Abstract
          
        

        
          전투체계는 다양한 장비와의 연동을 위하여 RS-422 통신과 전압 기반 입출력 신호를 사용한다. 본 논문에서는 이러한 인터페이스 신호를 Ethernet 데이터로 변환하기 위한 인터페이스 변환 장치를 제안한다. 제안한 장치는 RS-422 통신 변환과 전압 신호의 입력 감지 및 출력 제어 기능을 제공한다. 시험 결과, 제안한 장치는 인터페이스 신호를 정상적으로 처리하였으며, 전투체계 가상화 환경에 적용 가능함을 확인하였다.

        

        
          
            초록
          
        

        
          Combat management systems utilize RS-422 communication and voltage-based input/output signals to interface with various equipment. This paper proposes an interface conversion device that converts interface signals into Ethernet data. The proposed device provides RS-422 communication conversion as well as input detection and output control functions for voltage-based signals. The experimental results verify that the proposed device successfully processes interface signals and can be applied to combat management system virtualization environments.
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